


CB /CL-360 


TEMPORARY SHOP MANUAL SUPPLEMENT 


CAM CHAIN TENSIONER SLIPPER REPLACEMENT: 


File this supplement with the CB/CL-360 Shop Manual, and refer_to-the-following pro- 
cedure when replacing the cam chain tensioner slipper. 


The procedure described in this supplement supersedes the original shop manual procedure. 
Shop manual revisions will be supplied at a later date, 
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Remove the cylinder head 
cover following the proce 
dure described in the shop 
manual. 





Remove the upper ten 
sioner holder and damper 


(Fig. 2). 


Remove the push bar cap 
Screw the push bar tool 
into the push bar, Insert a 
lever (such as a large serew 
driver) through the eye of 
the tool handle, Position 


the lever so the frame tube 
can be used as a fulcrum 
(Fig. 3). Pad the frame 
with cardboard, wood, or a 


shop rag to prevent scratch: 
By PUSH BAR TOOL gam ing. 





FIG. 3 


4, Loosen the lock nut and push bar se 





bolt while using the lever to prevent push bar 


CAUTION: Do not allow the push b 


as this could rotate the push bar. The 





tool to rotate while the set bolt is loosened, 


ush bar must be aligned so the set bolt can 








bear on the flat of the push bar shaft 





Place one hand on the upper end of the tensioner slipper to keep it firmly seated in 


the lower damper, then slowly release lever p 





ressure on the push bar, The tensioner 


arm will raise the slipper as the push bar is released. 








CAUTION: Do not allow the push bar tc 


on the tensioner slipper until it is fully raised, as this could cause the lower damper to 


ease suddenly, and do not release pressure 






pop out of the tensio 
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PUSH BAR 
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ments FIG. 5. P 





FIG. 4, Position of tensioner c 








fer the upper tensioner holder has been with upper tensioner holder remuved un 
removed, The push bar is shown in is push bar relcused, Releasing push ban 
normal operating position. causes the tensioner arm to raise the slipp 


Remove and inspect the tens 





x 


m vil to become contaminated 
kive wear, clean the vil filter sereen 





CAUTION: Extensive slipper wear n 





with foreign particles, If the slipper shows 


and oil filter rotor 
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i 


6. Check the replacement slipper 
against this illustration before in- 
stallation, Length and contour 


must be within the limits shown, 


If the slipper does not conf 





the illustration, carefully bend it 
to bring length and contour within 
the limits shown, Be especially 
careful to maintain a smooth and 
symmetrical contour without sharp 
bends. r 


Also inspect the tensioner holder 





fogsdigns of wear caused by the 
cam chain rubbing against the upper 


edge of the holder. 


If inspection shows that the cam 
chain has been rubbing against the 
holder, replace the holder, cam 
chain, push bar, and push bar 
springs in addition to the tensioner 


slipper. 


NOTE: Do not break the cam 
chain to speed its replacement. The 
use of master links if not permitted, 
If the cam chain requires replace- 
ment, you must dismantle the 
engine. 


e 


@Americon Honda Motor Co., Inc. 1975 








6/2/75 SHOP MANUAL SUPPL 





MENT s 





TENSIONER SLIPPER 


Eas 














FIG. 7 
l Back of 
ih = wr in contact with, 
n Fi 

As the slipper is inserted, 
i he cam 
ch the slip- 
per t h 
lower 9) 

CAUTION: D fle 


slipper excessively during inser 








If the 


ves becom 





rm as shown in Fig 

NOTE: If the slipper catches on 
the engine castings while it is 
being inserted, rock the slipper 


slightly to free it, and continue 





insertion until the slipper enters FIG.9 
the lower damper. 
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Measure the distance between the cylinder head and the top of the installed slipper 
be 8 - 15mm. 





If the slipper is correctly seated in the lower damper, this distance w 





CORRECT INCORRECT INCORRECT 


Slipper falls below 
yt cylinder 


FIG. 10 


‘Slipper is correctly 
seated in lower damper 





If the correct measurement is not obtained the first time, check slipper contour, reinstall, 


and measure again. If the correct measurement is not obtained after repeated trials, 


dismantle the engine and correct the cause of the problem. 


3 CAUTION: If the lower damper is found to be missing from the tensioner arm, it will 
have fallen into the crankcase and must be retrieved. A loose part dropped into the 






crankcase can cause engine damage. 
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9. Using the lever and push bar 
tool, fully retract the pus 
As yo 


lever with 








the other hand to apply 


light downward pressure on 





the tensioner slipper to ki 





it seated in the lower damp 


When the 





lowered, re 





from the slipper, and tighten 


the push bar set bolt (Fig 





16). 
10. Check tensioner slipper 
height (Fig. 17). The upper 
edge of the slipper should 
be below the upper surface 


of the cylinder head, If 
the slipper is not in this 
position, remove and rein 


stall. 


11, Install the cam c 








damper and holder 
(Fig, 18). Be certain the 





tensioner slipper is prop 
seated in the di 





Remove the push bar tool, 
and loosen the push bar set 
bolt, The push bar will 
automatically apply the 
correct cam chain tension. 
Retighten the set bolt to 
80 - 120 kg-cm (69 - 104 
Ibs. in.). Tighten the lock 
nut securely 


CAUTION: Overtightening 


can damage the set bolt 
threads in the crankcase. 
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13. Measure the distance between 
the bottom of the push bar 
and the mouth of the access 
hole (Fig. 19). 

Fig. 19 dimension is 13.0 - 
15.6mm for engines within the 
following seriaf number range: 





MODEL ENGINE SERIAL NUMBER 

















(€8-360 & CB-360G | 1000001 through 1085810 
CL-360, 1000007 through 1013033 
CB-360T 72000007 through 2002566 
CL-360 KI "2000001 through 2000079) 











Fig. 19 dimension is 13.0 - 
156mm for all engines after 
the above serial number range. 


If the correct measurement is 
obtained, install the push bar 
cap and proceed to Step 14, 


If the correct measurement is 
not obtained, this indicates 
that the cam chain is worn, 
the lower damper is missing, 
or the tensioner slipper has 
Been incorrectly installed, Re- 
pair or. reinstall as necessary 
to obtain the correct measure- 
ment, 


fe 


14. Reassemble following the pro- 
cedure described in the shop 
manual. Observe the warning 
and cautions shown below (Fig. 
20). 

Check and adjust valve tappet 
clearances, ignition point gap, 
and ignition timing, 














WIRE HARNESS HOLDER 
















CAUTION Install the engine hanger 
bolts from left to right (nuts installed 
on right side) to prevent bolt pro- 
trusion from chafing the wire harness. 


WIRE HARNESS 
WIRE HARNESS 


EEE me on-s, 


CB-360G, and CB-360T 
throttle cables route above 
the front fuel tank mount, 
CL-360 and CL360 K1 
throttle cables route below 
the front fuel tank mount, 


‘CAUTION Check wire harness 
at left front fuel tank mount. Be 
certain that the wire harness 
‘holder is installed (see Service 
“Bulletin 360 #2). 

















. FIG, 20, 
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